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SOMERVI LLE POLICE DEPARTMENT 
SOMERVI LLE, MA 

CAD I ncident Report #8037414 



Incident Information 



Incident # 

8037414 



Incident Type 

103 LPR STOP 

Ems Level 



Alarm Level 



1 



Incident Date 



10/17/2008 11:47:38 

Description 



43ZJ81 



Modified By 

manager2 



Call Taker 



e417 



Priority 



1 



Modified Date 



10/17/2008 15:14:42 



mation 



Municipality 


Business Name 


1 SOMERVILLE 




Fire Box 


RA 




41 


Correct Location 


51 MARSHALL ST 


Street # 


Street Name 


Apartment # 


Cross Street 


51 


MARSHALL ST 






Near 


Landmarks 


Additional 


1 EVERGREEN AVE/251 PEARL 
ST 




SEGMENT ADDRESSES RANGE FROM 
41 TO 99 



RP Name 


RP Phone How Received 






RADIO 


RP Address 


Closed By 


Date Closed 




e417 


10/17/2008 11:58:17 



I ncidents 



Agency Name 


Incident Number 


SOM-PD 


8037414 



I ncident Types 



Dispatch Class 



Incident Type 



AMBULANCE 




FIRE/RESCUE 




POLICE 


PARKVIOL 



Note(s) 



Note Type 


Entered By 


User ID 


Note 


CALL-TKR 


10/17/2008 11:47:55 


e417 


REVOKED INSURANCE 


CALL-TKR 


10/17/2008 11:47:55 


e417 




CALL-TKR 


10/17/2008 11:47:55 


e417 


PATS TOW NOTIFIED 


PAST INC 


10/17/2008 11:48:11 


auto 


THERE ARE 3 PAST INCIDENTS AT 51 MARSHALL ST 


AG_GUNS 


10/17/2008 11:48:11 


auto 


THERE ARE 2 GUN DOCUMENTS AT 51 MARSHALL ST 


CALL-TKR 


10/17/2008 12:01:16 


e397 


MV1 TOWED BY PATS CC#26202 REVOKED INSURANCE OLD 


CALL-TKR 


10/17/2008 12:01:16 


e397 


ALL AROUND INVENTORY IS THE CLUB 2 PLATES 


CALL-TKR 


10/17/2008 12:01:16 


e397 


CONFISCATED 


TYPE CHG 


10/17/2008 15:14:21 


manager2 


FROM: PARKVIOL TO LPR STOP 


TYPE CHG 


10/17/2008 15:14:21 


manager2 


POLICE REMOVED: PARKVIOL 



Vehicle(s) 



Vehicles 1 MV1 


:■• 


Type 


Year 


Make 


Model 


Color 


PAN 


1991 


HOND 


CIVIC 




Registration: # 


State 


Type 


Was towed 


Was claimed 


43ZJ81 


MA 


PAN 


Y 


Y 



Vehicle Identification Number (VIN) 


2HGED7367MH561589 


Tow company 


Tow Claim* 


Tow Reason 


PATS - POLICE TOW 


26202 


REVOKED INSURANCE 


Number of Occupants 


Driver Race 


Driver Sex Driver License # 








Was Vehicle Searched? 


Was Ticket Issued? 







Person(s) 



Persons 1 


c 


)W MV1 






Mni# 


Last Name 


First Name 


Middle Name 










Street # 


Street 


City 


State 




DEXTER STREET 


MEDFORD 


MA 


DOB 


Phone 


Zip Code 






02155 



Officers and Units 



CAD Units 


Agency Name 


Unit ID 


Personnel Id 


Officer Name 




SOM-PD 


El 


240 


THERMIDOR J 



Unit Statuses 



CAD Units 



Unit ID 


Status 


Date/Time 


Avail? 


Location 


DispID 


El 


RESP 


11:47:56 


N 




e417 


El 


ONLOC 


11:47:56 


N 




e417 


El 


CLEAR 


11:58:17 


Y 




e417 



Dispositions 



Dispositions 


Type 


Disposition 


Incident Report? 


Accident Report? 


Due By 


POLICE 


(SER) SERVICED 






THERMIDOR J 



